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TOWN  HALL, 
LYMINGTON, 
JUNE,  1947. 

TO  THE  MAYOR,  ALDERMEN  AND  COUNCILLORS 
OF  THE  BOROUGH  OF  LYMINGTON 

Mr.  MAYOR,  LADIES  AND  GENTLEMEN, 

I  have  the  honour  of  submitting  to  you  my  Annual  Report  for 
the  year  1946. 

Regarding  the  vital  statistics,  out  of  a  total  of  267  deaths  170 
were  over  70  years  of  age;  of  these  99  deaths  occurred  among  people 
between  70  and  80  years,  62  between  80  and  90  years  and  9  between  90 
and  100  years. 

I  am  glad  to  be  able  to  report  that  the  death  rate  per  1,000  live 
births  of  infants  under  one  year  has  fallen  to  24.06  as  against  71.4  for 
the  year  1945.  The  rate  for  England  and  Wales  in  1946  is  43  per  1,000 
related  births. 

At  the  beginning  of  the  year  an  epidemic  of  whooping  cough 
started  and  continued  right  throughout  the  year.  There  were  a  few 
cases  of  measles  but  considerably  less  than  in  1945.  There  was  an 
outbreak  of  diphtheria  at  a  private  boarding  school  in  the  Borough, 
introduced  by  an  infected  boy  on  returning  to  school  after  holidays. 
Fortunately  the  cases  were  confined  to  the  school  and  there  were  no 
other  cases  in  the  Borough  during  the  year.  These  cases,  however,  have 
spoilt  the  Borough’s  record  of  no  diphtheria  in  two  years.  I  might 
mention  here  that  there  were  no  deaths  from  whooping  cough  and  that 
the  diphtheria  cases  were  of  a  mild  character,  the  latter  fact  probably 
being  due  to  Immunisation. 

Apart  from  the  above  infectious  diseases  affecting  children,  the 
general  health  of  the  district  has  been  good,  but  the  lack  of  proper 
domestic  help  is  still  affecting  the  health  of  the  old  people. 

STATISTICS  AND  SOCIAL  CONDITIONS  OF  THE  AREA 

Lymington  Borough  is  a  district  of  15,302  acres,  which  includes 
U572  acres  of  mudland.  The  area  is  very  largely  agricultural  in 
character,  and  has  three  main  shopping  and  residential  districts, 
namely  Lymington  Town  on  the  Eastern  end  of  the  district,  New  Milton 
on  the  West,  and  Milford-on-Sea  on  the  South.  In  addition  to  these 
there  are  two  other  districts,  namely  Hordle  which  is  North  of  Milford- 
on-Sea,  and  Pennington,  which  adjoins  Lymington  Town.  These  are 
less  populated  than  the  three  mentioned  previously,  but  progressive 
development  of  these  parts  is  anticipated  when  building  difficulties 
are  less  acute. 

The  Borough  is  ideally  situated,  having  the  New  Forest  on  its 
Northern  border,  the  sea  on  the  South  and  the  large  shopping  centres 
of  Bournemouth  and  Southampton  within  easy  reach. 
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DETAILS  OF  THE  DISTRICT  * 


Area  (in  acres) 
Population  ... 

No.  of  inhabited  houses 
Rateable  Value 
Sum  represented  by  a 
Penny  Rate 


1946 

5945 

13,730 

13,730 

20,980 

19,910 

7,842 

7,000 

£173,096 

£168,157 

£670 

£667 

(approx.) 


VITAL  STATISTICS 


Live  Births 


Total 

M. 

F. 

Birth  Rate  per  1,000  of 

Legitimate 

324 

176 

148 

the  estimated  resident 

Illegitimate 

Still  births 

50 

23 

27 

population 

17.82 

Legitimate 

9 

4 

5 

Rate  per  1,000  (live  and 

Illegitimate 

- 

- 

- 

still  births) 

23.49 

Deaths 

267 

Ill 

156 

Death  Rate  per  1,000  of 
the  estimated  resident 
population 

12.72 

The  death  rate  of  England  and  Wales  is  ...  ...  11.5 


Deaths  from  Puerperal  Causes  : —  Deaths 

Puerperal  sepsis  ...  ...  ..  ...  ...  Nil 

Other  Puerperal  causes  ...  ...  ...  ...  ...  Nil 

Death  rate  of  infants  under  one  year  of  age : — 

All  infants  per  1,000  live  births  ...  ...  ...  ...  24.06 

(England  and  Wales  43) 

Legitimate  infants  per  1,000  legitimate  live  births  ...  24.68 

Illegitimate  infants  per  1,000  illegitimate  live  births  ...  20.00 

Deaths  from  Cancer  (all  ages)  ...  ...  ...  ...  40 

,,  ,,  Measles  (all  ages)  ...  ...  ...  ...  Nil 

,,  ,,  Whooping  Cough  (all  ages).  ...  ...  ...  Nil 

,,  ,,  Diarrhoea  (under  2  years  of  age)  ...  ...  Nil 


'The  chief  causes  of  death  were : — 


Nephritis 

12 

Tuberculosis 

4 

Malignant  Disease  ... 

40 

Intra  Cranial 

Heart  Disease 

84 

Vascular  Lesions 

49 

Pneumonia  and 

Congenital  Debility 

Bronchitis 

9 

&  Premature  Births 

5 

GENERAL  PROVISION  OF  HEALTH  SERVICES  IN  THE  AREA 

(I)  Public  Health  Officers: — < 

(a)  Medical  Officer  of  Health  (part  time — temporary) : 

E,  Croft  Watts,  M.D.,  C.M.,  F.R.C.S.E.,  D.P.H. 

(b)  Senior  Sanitary  Inspector: 

N.  Raw,  M.R.S.I.,  M.S.I.A. 

(c)  Additional  Sanitary  Inspector: 

T.  Stafford,  M.S.I.A. 


3 


(2)  General  Health  Services: — 

(a)  Laboratory  facilities. — Examinations  made  at  the  Hamp¬ 

shire  County  Laboratories. 

(b)  Ambulance  facilities. — By  arrangement  with  Southampton 

Corporation  infectious  cases  are  removed  by  their 
Ambulance,  and  non-infectious  cases  are  removed  by  the 
St.  John  Ambulance  Association.  There  is  one  ambulance 
serving  the  Lymington  Area  and  another  the  New  Milton 
district.  This  ambulance  service  is  efficient  and  adequate. 

(c)  Child  Welfare  Centres  and  Ante-Natal  Clinics  are  provided 

by  the  County  Authority  and  are  administered  by  the 
Health  Department  of  that  Authority.  In  this  Borough 
the  following  are  the  facilities  provided : — 

Ante-Natal  Clinic:  Parish  Hall,  Lymington. 

Child  Welfare  Centres: — 

Parish  Hall,  Lymington. 

Women's  Institute  Hall,  Hordle. 

Church  Hall,  Milford-on-Sea, 

Church  Hall,  New  Milton. 

Women's  Institute  Hut,  Pennington. 

(d)  Protective  treatment  against  Diphtheria. — A  Clinic  is  held 

at  the  Town  Hall  every  Tuesday  for  the  immunising  of 
children  between  the  ages  of  1  and  15  years.  This  service 
is  administered  by  the  Health  Department  of  the  Lym¬ 
ington  Borough  Council  under  the  supervision  of  the 
Medical  Officer  of  Health. 

SANITARY  CIRCUMSTANCES  OF  THE  AREA 

Water  Supply: — 

Lymington  Town  is  supplied  from  the  Corporation  owned  works 
at  Ampress,  assisted  by  a  supply  from  the  West  Hampshire  Water 
Company.  The  other  parts  of  the  Borough  are  supplied  from  the 
mains  of  the  West  Hampshire  Water  Company. 

The  water  supply  from  the  mains  in  the  district  has  been  satis¬ 
factory  both  in  quality  and  quantity. 

Regarding  the  supply  from  the  Ampress  Water  Works,  this  is 
from  one  borehole  and  during  the  year  a  total  of  68,855,167  gallons  was 
raised.  To  augment  the  supply  15,247,290  gallons  were  taken  from  the 
West  Hampshire  Water  Company’s,  mains. 

The  air  line  on  No.  3  Bore  has  been  renewed,  and  during  this 
period  a  greater  amount  of  water  was  taken  from  the  West  Hampshire 
Water  Company. 

During  the  year  five  samples  of  the  supply  to  the  Town  were 
taken;  one  was  stated  “  not  to  be  up  to  the  standard  for  a  Public 
Supply,”  and  following  this  unsatisfactory  report  further  samples  were 
taken,  and  these  were  found  to  be  satisfactory.  The  cause  of  the  un¬ 
satisfactory  report  was  not  ascertained,  and  as  instructions  are  that 
this  supply  should  be  continuously  chlorinated  this  particular  report 
came  rather  as  a  surprise. 
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The  West  Hampshire  Water  Company  continue  to  supply  the 
-earth  Department  with  copies  of  the  Analyst’s  reports  on  the  water 
supplied  by  them  and  these  were  all  satisfactory. 

The  greater  part  of  the  area  has  main  water  available,  but  wells 
are  the  source  of  supply  for  some  outlying  houses.  In  two  cases 
samples  were  taken  of  the  well  supply  and  in  both  cases  the  water  was 
found  to  be  unwholesome,  and  as  the  result  of  action  both  properties 
concerned  were  connected  to  the  main  supply.  Three  other  cottages  in 
die  Pennington  area,  have  also  been  connected  to  the  main  water  during 
1946  following  unsatisfactory  reports  on  the  well  supply  in  1945. 

Regarding  extension  of  mains  in  Lymington  Town,  1016  feet  of 
new  mains  were  laid,  873  feet  in  Ridgeway  Lane  and  143  feet  to  the 
Housing  Site  in  Gosport  Street. 

The  West  Hampshire  Company  continue  to  extend  their  mains, 
and  during  the  year  the  following  were  laid:  2,406  yards  of  3”  pipe;  54 
yards  of  H”  pipe  ;  258  yards  of  pipe.  A  total  of  291  tappings  were 
carried  out  during  the  same  period. 

Drainage  and  Sewerage: — • 


Main  drainage  facilities  are  available  in  the  greater  part  of  the 
Borough  and  in  view  of  labour  and  other  difficulties  satisfactory 
progress  is  being  maintained  in  the  connections  of  properties  to  the 
sewers  which  were  completed  in  1942.  However,  the  position  in  Pen¬ 
nington  still  causes  me  grave  concern,  particularly  in  Lodge  Road, 
Westway  and  in  Greenlands  Estate,  where  drainage  difficulties  and 
other  nuisances  still  exist.  The  drainage  position  in  these  places  is 
bound  to  remain  a.  source  of  trouble  until  the  main  sewer  is  made 
available  and  the  houses  connected  thereto. 


ANALYSIS  OF  SEWER  CONNECTIONS 


District 

Number  of  Properties  connectec 

1! 

-(Totals 

1 

1 

1942 

1943 

1944 

1945 

1946 

New  Milton 

_____ 

1 

11 

31 

-| 

1  43 

Milford-on-Sea 

41 

10 

10 

2 

8 

71 

Everton  and  Hordle 

6 

10 

7 

12  1 

24 

|  59 

Pennington 

8 

12 

7 

9  j 

15 

1  51 

1 

Total  connections 

f 

- 

| 

to  New  Sewer  ... 

55 

33 

24 

34 

78 

|  224 

to  Old  Sewer  ... 

|- 

1 

2 

5 

4 

17 

|  29 

I 

|  Total  connections 

56  | 

35 

29 

38  | 

95 

1 

(  253 

Public  Cleansing:  — 

1  he  collection  and  disposal  of  refuse  is  under  the  supervision  of 
the  Borough  Engineer,  and  I  am  glad  to  report  that  the  serious  cricket 
infestations  reported  last  year  were  successfully  dealt  with  and  there 
was  no  further  recurrence  of  this  trouble  in  1946.  The  disposal  of 
refuse  is  now  at  one  central  site  at  Hordle,  the  other  sites  at  New  Mil- 
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ton,  Lymington  and  Keyhaven  being  closed. 

27  visits  were  made  regarding  the  provision  of  proper  sanitary 
bins  and  in  12  cases  receptacles  were  provided;  four  cases  remain 
outstanding  at  the  end  of  the  year. 


SANITARY  INSPECTION  OF  THE  AREA 


Inspections  made  during  1946: — 


Inspec¬ 

tions 

Defects 

Found 

Defects 

Rem¬ 

edied 

Dairies  and  Cowsheds  ... 

198 

33 

33 

Slaughterhouses  and  Knacker’s 
Yards 

4 

Inspections  of  Food 

126 

— 

— 

Inspections  of  Shops 

68 

9 

9 

Ice  Cream  Premises 

25 

— 

— 

Factories  (including  bakehouses) 

158 

19 

10 

Infestations.  House  Pests 

72 

15 

15 

Drainage 

234 

52 

30 

Housing  and  Housing  Repairs  ... 

390 

105 

88 

Essential  Works 

115 

109 

109 

Enquiries — Application  for  Coun¬ 
cil  Houses 

1061 

_ 

Dustbins 

27 

16 

12 

Complaints  and  Nuisances 

122 

31 

30 

Camping 

25 

- 

— 

Water  Samples 

Water  Supplies 

91 

27  ( 

5 

5 

Rats  and  Mice 

3092 

568 

568x 

Infectious  Diseases 

61 

— • 

— - 

Disinfections 

22 

— 

— 

Diphtheria  Immunisation 

97 

— - 

— 

Schools 

28 

4 

3 

Refuse  Sites 

22 

1 

1 

Re  Cricket  Infestation  ... 

1 

— 

— 

Petroleum  Regs. 

3 

— 

£ 

Unclassified 

79 

— 

-  ! 

TOTALS  ... 

6066 

967 

913  ! 

x  indicates  that  treatment  was  given. 


No  statutory  notices  were  served  during  the  year,  matters 
requiring  action  being  dealt  with  by  personal  contact  or  by  informal 
action. 
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FACTORIES  ACT  1937 

There  are  144  registered  factories  and  workshops  in  the  district. 
A  total  of  158  visits  to  these  premises  were  made  during  the  year, 
defects  were  found  in  19  cases  and  10  were  remedied  during  the  year. 
Others  were  satisfactorily  dealt  with  early  in  1947. 


Details  of  defects  found  were:— 
Want  of  cleanliness 
Defective  drainage 
Defective  buildings 
Sanitary  conveniences: 

(a)  Insufficient 

(b)  Unsuitable  or  defective  . 
Means  of  escape  in  case  of  fire 


3  Remedied  3 

2  „  1 

1  „  1 


6  „  4 

2  „  1 


Generally  speaking  the  factories  are  kept  in  a  satisfactory  con¬ 
dition.  I  might  mention  here  that  considerable  inconvenience  was 
caused  to  the  residents  living  near  one  factory  due  to  objectionable 
smells  emanating  from  the  works,  the  smell  being  due  to  a  chemical 
process.  This  trouble  was  not  remedied  during  1946  although  efforts 
were  made  by  the  management  to  alleviate  the  conditions.  It  is 
expected  that  the  trouble  will  be  entirely  removed  in  a  short  period. 


COMPLAINTS  AND  NUISANCES 


122  visits  were  made  in  investigating  complaints  and  nuisances, 
and  action  was  required  in  31  cases.  31  complaints  were  received  and 
on  investigation  action  was  necessary  in  24  cases,  the  remaining  com¬ 
plaints  relating  to  matters  not  concerning  a  Public  Health  Department. 


Details  are  as  follows  : — < 

Drain  defects 

Defective  sanitary  conveniences 
Insanitary  accumulations 
House'  defects 
Not  classified 


13  Remedied  13 
4  „  4 

7  „  7 

4  4 

3  „  2 


31 


30 


MILK,  DAIRIES  AND  COWSHEDS 

There  are  84  registered  premises  in  the  district  and  the  condi¬ 
tions  of  these  are  generally  satisfactory.  The  defects  found  during  the 


year  were : — 

Limewashing  required  ...  26 

Defective  floorings  ...  ...  3 

Unclean  conditions  ...  1 

Unclean  milk  utensils  ...  2 

Defective  approaches  ...  1 
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Six  milk  samples  were  taken  during  the  year,  one  for  Tubercle 
Bacilli  and  the  others  for  Bacteriological  Examination.  In  the  former 
case  the  result  was  negative  T.B.  and  in  three  instances  the  Bacterio¬ 
logical  examination  indicated  unsatisfactory  conditions.  Investiga¬ 
tions  were  made  at  the  sources  of  supply  as  a  result  of  which  further 
samples  proved  satisfactory. 

Licences  under  the  Milk  (Special  Designations)  Regulations 
have  been  issued  by  the  County  Council  as  follows: — 

Accredited  Milk  ...  23  (Decrease  of  5  over  1945) 

T.T.  Tested  Milk  ...  10  (Increase  of  3  over  1945) 

Under  the  same  Regulations  the  Council  has  issued  5  Bottling 
Licences  (4  T.T.  and  1  Accredited  Milk)  and  7  Dealers*  Licences. 


TENTS,  VANS  AND  SHEDS 


In  the  summer  of  1946  there  was  considerable  camping  in  the 
Borough,  six  licences  were  issued  in  respect  of  camping  sites  and 
twelve  in  respect  of  individual  moveable  dwellings.  Three  of  the 
Licensed  Camping  Sites  are  in  the  New  Milton  District  and  three  in 
the  area  of  Milford-on-Sea. 

These  camping  sites  have  been  kept  in  a  reasonably  good  condi¬ 
tion  and  improvements  are  being  made  in  so  far  as  the  present  difficult 
labour  situation  permits. 

Comment  has  been  made  previously  as  to  the  insufficiency  of 
the  present  regulations  relating  to  camping  as  contained  in  the  Public 
Health  Act,  1936,  and  I  hope  amended  regulations  will  be  forthcoming 
in  the  future,  particularly  so  as  to  permit  limited  periods  of  licensing 
in  relation  to  camping  sites. 


MEAT,  SLAUGHTERHOUSES,  FOOD  STORES,  ETC. 

There  are  five  licensed  slaughterhouses  and  two  licensed 
knacker's  yards  in  the  district.  Practically  all  the  home  killed  meat 
sold  in  the  Borough  is  from  animals  slaughtered  in  Government 
slaughterhouses  in  the  Bournemouth  area,  where  the  meat  is  subject 
to  inspection  prior  to  delivery  to  the  butchers*  shops. 

Considerable  time  is  spent  in  the  examination  of  foodstuffs, 
partly  due  to  the  variety  of  different  foods  examined,  and  partly  to  the 
shopkeepers*  need  to  recover  the  points  value  of  foodstuffs  found  to  be 
unfit  for  human  consumption. 
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i  he  following  articles  of  food  were  found  to  be'  unfit  for  human 
consumption: — 


Beef 

Bone  Taint,  Bruizing, 

etc. 

487£lbs. 

Mutton 

Tainted 

7flbs. 

Bacon 

Rancidity,  etc. 

116ilbs. 

Ham 

Rancidity,  etc. 

15  lbs. 

Tongue 

Putrefaction 

lOflbs. 

Sausages 

Putrefaction 

2|lbs. 

Fish  (various) 

Decomposition,  etc. 

26  stone 

Beans 

Out  of  condition  ... 

59  lbs. 

Split  Peas 

Out  of  condition  ... 

46  lbs. 

Sultanas 

Out  of  condition  ... 

30  lbs. 

Macaroni  ... 

Out  of  condition  ... 

56  lbs. 

Prunes 

Out  of  condition  ... 

50  lbs. 

Cheese 

Out  of  condition  ... 

Hlbs. 

Mustard 

Tainted  (paraffin) 

7£lbs. 

Sugar 

Tins  of  meat 

Tainted  (paraffin) 

4|lbs. 

Blown,  punctured,  etc. 

144 

,,  ,,  peas-/ beans  . 

Blown,  punctured,  etc. 

152 

„  ,,  fish 

Blown,  punctured,  etc. 

89 

„  „  milk 

Blown,  punctured,  etc. 

230 

„  ,,  soups 

Blown,  punctured,  etc. 

35 

,,  ,,  vegetables  ... 

Blown,  punctured,  etc. 

51 

„  „  fruit 

Blown,  punctured,  etc. 

45 

„  „  jams 

Blown,  punctured,  etc. 

8 

,,  „  puddings  ... 

Blown,  punctured,  etc. 

2 

,,  ,,  cereals 

Blown,  punctured,  etc. 

1 

All  fats  and  meat  (other  than  in  tins)  were  returned  to  the 
wholesalers  as  required  by  the  Ministry  of  Food  and  dealt  with  by 
them  for  manufacturing  purposes.  Where  possible  other  condemned 
food  was  used  for  animal  feeding. 

Regarding  inspection  of  food  premises,  defects  found  and 
remedied  during  the  year  were  as  follows  : — 

Unclean  conditions  of  shops  ...  3 
Defective  sanitary  facilities  ...  4 
Defective  drainage  ...  ...  2 

Five  samples  of  Ice  Cream  were  taken  from  manufacturers.  One 
was  found  to  contain  B.  Coli  and  samples  taken  following  investiga¬ 
tions  were  found  to  be  satisfactory. 

RATS  AND  MICE  (DESTRUCTION)  ACT 

Active  work  in  the  extermination  of  rats  has  been  carried  out 
during  the  year.  Commencing  in  January  1946  Block  Control  was 
started  and  since  then  the  greater  part  of  the  built-up  areas  has  been 
investigated  and  treatment  given  where  required.  Altogether  3,092 
visits  were  made  during  the  year  and  during  this  period  568  premises 
were  found  to  be  infested  with  rats.  Of  these  494  were  dwelling  houses 
and  69  were  shop  premises. 
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The  sewers  in  New  Milton  were  test  baited  and  were  found  to  be 
free.  These  tests  were  carried  out  under  the  supervision  of  a  Ministry 
of  Food  official  attached  to  the  department  dealing  with  the  Rats  & 
Mice  (Destruction)  Act. 

A  total  of  2,110  rat  points  were  baited  and  the  results  of  the 
treatments  have  been  satisfactory.  The  pre-baiting  materials  used  are 
sausage  rusk,  bread  mash  or  fish,  and  the  poisons  used  are  zinc 
phosphide,  arsenic  and  red  squill.  Cases  of  re-infestation  have  occurred 
after  a  period  of  three  to  four  months,  but  the  percentage  of  these  is 
small  in  comparison  with  the  number  of  premises  treated — approx¬ 
imately  4%.  All  were  minor  infestations  with  the  exception  of  three 
major  infestations,  two  at  Milford-on-Sea,  and  one  at  New  Milton.  The 
latter  were  satisfactorily  dealt  with  and  there  has  been  no  re-infesta¬ 
tion  of  these  places. 


HOUSING 

During  1946  a  great  deal  of  the  staff’s  time  has  been  taken  up  in 
investigating  the  conditions  under  which  applicants  for  Council 
houses  are  living.  Some  idea  of  the  work  which  has  been  done  during 
the  year  will  be  appreciated  by  the  total  number  of  inspections  which 
tiave  been  made,  namely  1,061.  Individual  reports  have  been  prepared 
and  typed  out  respecting  843  applications,  each  of  which  is  examined 

for  the  purpose  of  allocating  any  points  which  are  required  on  health 
grounds. 

these  inspections  revealed  214  cases  of  overcrowding  in  Lyming- 
ton  Borough,  the  overcrowding  being  chiefly  due  to  members  of  the 
family  getting  married  and  continuing  to  live  with  parents.  Out  of  this 
number,  overcrowding  was  abated  in  108  cases  by  re-housing  in  Council 
houses.  This  does  indicate  in  some  measure  that  the  present  Points 
Scheme  as  adopted  by  the  Council  is  working  to  the  advantage  of  those 
persons  in  the  greatest  need. 

A  further  390  inspections  were  made  respecting  house  repairs  and 
work  was  required  in  105  cases;  in  88  of  these  houses  concerned  the 
defects  found  were  remedied  during  the  year. 

I  am  of  the  opinion  that  the  situation  regarding  house  repairs 
is  a  little  easier,  although  labour  and  materials  are  still  difficult. 

In  addition  to  the  above,  inspections  were  made  regarding  the 
is-sue  of  priority  certificates  to  obtain  materials  for  essential  works  of 
repair  or  replacements  and  a  total  of  109  Certificates  of  Essentiality 
were  issued.  The  items  concerned  were  chiefly  replacement  of  broken 

sanitary  fittings,  and  materials  required  for  defective  roofs,  windows, 
etc. 


10 


PORT  SANITARY  REGULATIONS 

The  shipping  entering  the  port  is  chiefly  confined  to  coastwise 
vessels,  the  cargoes  being  mainly  timber,  coal  and  oil.  There  is  no 
passenger  traffic  entering  the  port. 

Motor  Sailing 

Coastwise  vessels  entering  port  ...  121 

Foreign  vessels  entering  port  ...  —  — 

A  position  between  Oxey  Lake  and  Spit  Buoy  is  the  mooring 
station  for  suspected  and  infected  ships  in  the  case  of  Plague,  Cholera, 
Yellow  Fever,  Smallpox  and  Typhus.  The  following  diseases  are  regard¬ 
ed  as  exempt  from  detention  at  the  mooring  station :  Measles,  Diph¬ 
theria,  Chicken  Pox,  Scarlet  Fever,  Mumps,  Enteric  Fever,  Pneumonia, 
Tuberculosis,  Cerebral  Spinal  Fever,  Erysipelas,  Malaria  and 
Dysentery. 

No  cases  of  infectious  diseases  were  reported  during  the  year. 


NOTIFIABLE  DISEASES 


The  diseases  notified  were: — 
Measles  ...  •••  H 

Whooping  Cough  ...  76 

Puerperal  Pyrexia  ...  2 

Acute  Anterior 

Poliomyelitis  ...  1 

Ophthalmia  Neonatorum.  1 
Scarlet  Fever  ...  ...  2 

Diphtheria  ...  •••  10 

Dysentery  ...  ...  Nil 

Typhoid  Fever  .  ...  Nil 

Cerebro  Spinal  Fever  ...  Nil 


Notified  1945 


9  9 

9  9 

99 

y  9 

y  3 

9  9 

>> 

9  9 

yy 

9  9 

yy 

9  9 

9  9 

9  9 

9  9 

9  9 

9  9 

yy 

.  204 
.  66 
.  4 

.  Nil 
.  Nil 
.  Nil 
.  Nil 
.  3 
.  2 
.  1 


IMMUNISATION  AGAINST  DIPHTHERIA 

Special  efforts  were  made  during  the  year  to  safeguard  the  older 
children  who  had  previously  been  immunised,  by  giving  reinforcing 
injections.  As  a  result  of  this,  982  children  were  given  this  further 
protection.  At  this  point  I  would  like  to  express  my  appreciation  of 
the  help  given  to  me  by  the  teachers  at  the  schools  in  the  Borough. 

Regarding  primary  immunisations,  a  further  128  children  under 
5  years  of  age  and  92  children  between  5  and  14  years  received  the 
completed  treatment  during  the  year.  These  are  excluding  children 
treated  by  private  practitioners,  as  we  are  not  always  informed  of 

these. 


TUBERCULOSIS 

Twenty-six  cases  of  tuberculosis  were  notified  during  the  year,  a 
decrease  of  three  over  1945.  Twelve  of  thesei  cases  were  transfers  from 
other  districts.  There  were  21  cases  of  Pulmonary  Tuberculosis  and  five 
cases  of  non-Pulmonary  Tuberculosis. 
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GENERAL  SURVEY 

In  concluding  my  report  I  wish  to  mention  that  the  Department 
llu,y  concent^ated  on  housing  matters  as  in  view  of  the  urgency  in 
relieving  bad  housing  conditions  this  seemed  a  matter  of  first  priority 

v  't  Healfhaner  afeot®d. the  position  regarding  other  duties  for  which 
'  ouH  tl  r  7  /  responsible,  but  the  work  in  this  connection 
! 1  so°n  be  reduced  considerably  in  view  of  the  progress  in  the 
...”  10,1  oi  nfT  houses.  During  the  year  50  pre-fabricated  houses  and 

proceeding611*  °l'SeS  W6re  ereCted  by  the  Counci1’  and  »his  work  is 

I  again  wish  to  express  my  appreciation  of  the  assistance  given 
■  t  L  n4  Ph  ‘0r  inspector  and  other  members  of  the  staff, 

"Crt  dmmg^trye:" d  m6mberS  °f  ^  HeaWh 


Yours  faithfully, 

a/  ~ 

E.  CROFT  WATTS, 

Medical  Officer  of  Health. 
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